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SHRINE  OF  OUR  LADY  OF  LA  SALETTE 
ROUTE  4A  -  ENFIELD,  N.  H. 
INTERIOR  OF  CHAPEL  AGLOW  WITH  CHRISTMAS  SPIRIT 
INTERIEUR  DE  LA  CHAPELLE  AU  TEMPS  DE  NOEL 


POST  CARD 

Address 


